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Microfiljn Branch 


(A) FY 74, establish contiguous to MicrofiLn Branch temporary area approximately 400 sq. £t. to 
display and demonstraue microfilm equipment and determine feasibility of making a permanent 
facility. 

(B) Shift current em.phasis of manliours from teclmolog)* and equipment evaluation to systems 
analysis. 
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■licrofilm Branch (A) 

- 0 - 

- 0 - 

- 0 - 

- 0 - 

- 0 - 

- 0 - 

■licrofilm Branch (B) 

1.5 

32,000 

2 

50,000 

.5 

18,00C 
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